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NSAE-00 RSC-01 RSR-01 /043 W 
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R 231525Z AUG 73 
FM AMEMBASSY WARSAW 
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INFO SECSTATE WASHDC 5423 
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UNCLAS WARSAW 4298 

E.O. 11652: N/A 
TAGS: OECX, PL 

SUBJ: THE FIRST OIL BURNING LAMP 
FOR IEE, IBS/POLISH SERVICE 

1. TRYBUNA LUDU, AUGUST 17, CARRIED AN INTERESTING 
ITEM ABOUT A REQUEST RECEIVED BY A POLISH MUSEUM 
FROM THE SMITHOSNIAN INSTITUTION FOR A COPY OF THE 
LUKASIEWICZ LAMP. WHICH THE POLES CLAIM IS THE FIRST 
SUCCESSFUL OIL BURNING LAMP EVER DESIGNED. ACCORDING 
TO TRYBUNA, MOSE AMERICAN EXPERTS CLAIM THAT EITHER 
STILLMAN OR DRAKE, BOTH AMERICANS, DESIGNED THE FIRST 
OIL BURNING LAMP. THE NEWSPAPER REGARDS THE SMITHSONIAN 
REQUEST AS TANTAMOUNT TO AMERICAN ACCEPTANCE OF THE 
POLISH VIEW ON THE QUESTION. 

2. THE POST BELIEVES VOA, WITHOUT BURNING TOO MUCH 
MIDNIGHT OIL, CAN COME UP WITH AN OFFBEAT FEATURE ON THE 
SUBJECT BY CONTACTING THE MUSEUM OF TECHNOLOGY OF THE 
SMITHSONIAN INSTITUTE. WE HOPE VOA WILL BE ABLE TO 
RESOLVE THIS CONTROVERSY CONCLUSIVELY, CRISPLY AND 
CONCISELY. 

DAVIES 
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